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1740 W. ADAMS ST., STE. 4600 @ PHOENIX, ARIZONA 85007 
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VETBOARD.AZ.GOV 


MINUTES 
June 20, 2018 - Annual Meeting 
Board Room A, at 8:30 a.m. 
1740 W. Adams Street, Board Room A 
Phoenix, Arizona 85007 


Members Present: Mr. Jim Loughead, Dr. Sarah Heinrich, Dr. Robyn Jaynes, Ms. Jessica Creager, 
Ms. Nikki Frost, CVT, Dr. Darren Wright and Ms. Julie Young. 


Members Absent: Dr. Christina Berfch-Mumaw and Dr. J. Greg Byrne. 


Staff and Legal Counsel Present: Ms. Victoria Whitmore, Executive Director; Ms. Sunita Krishna, 
Assistant Attorney General (AAG}; and Ms. Tracy Riendeau, CVT, Senior Medical Investigator. 


|. CALL TO ORDER 


Roll call: Ms. Victoria Whitmore at 8:30 a.m. 


Il. INITIAL INVESTIGATIVE REVIEW 


1. 18-59, In Re: Carol Rowand, DVM 

After discussion and consideration, a motion was made by Ms. Creager and seconded by 
Dr. Wright to disagree with the Investigative Committee’s recommendation and dismiss this 
issue with no violation but issue a Letter of Concern with respect to ensuring veterinary 
services are authorized and documented in the medical record. Motion passed 
unanimously. 


2. 18-60, In Re: Taylor Williams, DVM 

After discussion and consideration, a motion was made by Dr. Jaynes and seconded by Ms. 
Frost to offer Dr. Williams a Consent Agreement adopting the proposed Findings of Fact and 
modified Conclusions of Law as the Board's Findings of Fact and Conclusions of Law. 
Motion passed unanimously. 


After further discussion, a motion was made by Dr. Jaynes and seconded by Ms. Frost to 
offer a Consent Agreement that includes a period of Probation of 6 months to obtain 4 
hours of continuing education in leadership and practice management. Roll cail: Ms. 
Young, aye; Ms. Frost, aye; Ms. Creager, aye; Dr. Wright, aye; Mr. Loughead, aye, Dr. 
Heinrich, aye; and Dr. Jaynes, aye. Motion passed unanimously. 
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A motion was made by Ms. Frost and seconded by Dr. Jaynes to open an investigation with 
respect to Dr. Zayas’ rollin this matter. Motion passed unanimously. 


3. 18-61, In Re: A. E. Hershey, DVM 

After discussion and consideration, a motion was made by Ms. Frost and seconded by Ms. 
Young to agree with the Investigative Committee's recommendation and dismiss this issue 
with no violation. Motion passed unanimously. 


4, 18-62, In Re: Ayman Wassef, DVM 

Ms. Frost was recused. Attorney David Stoll was present to monitor. After discussion and 
consideration, a motion was made by Ms. Creager and seconded by Dr. Heinrich to agree 
with the Investigative Committee's recommendation and dismiss this issue with no violation. 
Motion passed unanimously. 


5. 18-63, In Re: Robert Thrift, DVM 

Attorney David Stoll was present and made a statement of Dr. Thrift’s behalf. After 
discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to schedule this matter for an Informal Interview. Motion passed unanimously. 


6. 18-65, In Re: Joseph Trueba, DVM i 
After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to agree with the Investigative Committee's recommendation and dismiss this issue 
with no violation. Motion passed unanimously. 


7. 18-66, In Re: Tracey Scott, DVM 

Attorney David Stoll was present to monitor. After discussion and consideration, a motion 
was made by Dr. Wright and seconded by Ms. Creager to agree with the Investigative 
Committee’s recommendation and dismiss this issue with no violation. Motion passed 
unanimously. 


8. 18-67, In Re: Melanie Olsen, DVM 

After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to agree with the Investigative Committee’s recommendation and dismiss this issue 
with no violation. Motion passed unanimously. 


9, 18-68, In Re: Abigail Don, DVM 

Attorney David Stoll was present to monitor. After discussion and consideration, a motion 
was made by Dr. Wright and seconded by Ms. Creager to agree with the Investigative 
Committee's recommendation and dismiss this issue with no violation. Motion passed 
unanimously. 


10, 18-69, In Re: Heather Connally, DVM 

After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to agree with the Investigative Committee's recommendation and dismiss this issue 
with no violation. Motion passed unanimously. 


11. 18-70, In Re: Paul Hindley, DVM 


Arizona State Veterinary Medical Examining Board — June 20, 2018 FINAL Page 2 


Attorney David Stoll was present to monitor. After discussion and consideration, a motion 
was made by Ms. Frost and seconded by Ms. Creager to agree with the Investigative 
Committee’s recommendation and dismiss this issue with no violation. Motion passed 
unanimously. 


12. 18-71, In Re: Wesley Arnold, DVM | 
Attorney David Stoll was present to monitor. After discussion and consideration, a motion 
was made by Ms. Frost and seconded by Ms. Creager to agree with the Investigative 
Committee's recommendation and dismiss this issue with no violation. Motion passed | 
unanimously, | 


II]. INFORMAL INTERVIEWS AND BOARD DELIBERATION | 


1, 18-26, 18-56, and 18-57: In Re: Refaat Ishak, DVM 
Dr, Ishak was present with counsel, David Stoll and Artie Eaves. 


> Af 10:30am, a motion was made by Dr. Heinrich and seconded by Dr. Wright to go 
into executive session for legal advice. Motion passed unanimously. 


> At 10:43am, the Board entered back into open session. 


After discussion and consideration, a motion was made by Dr. Heinrich and seconded by 
Dr. Wright to grant Dr. Ishak's and his attorney, Larry Cohen, request for continuance and 
remand the matter to a Formal Hearing to be held on August 15, 2018. Roll call: Ms. Young, 
aye; Ms. Frost, aye; Ms. Creager, aye; Dr. Wright, aye; Mr. Loughead, aye, Dr. Heinrich, aye; 
and Dr. Jaynes, aye. Motion passed unanimously. 


2. 18-35: In Re: Kenneth Halbach, DVM ~ Continuance of Informal Interview of May 16, 2018, 
for the purpose of receiving additional information and reviewing and possible action to 
approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

After discussion and consideration, a motion was made by Ms. Frost and seconded by Ms. 
Creager to approve the Findings of Fact and Conclusions of Law as drafted. Motion passed 
unanimously. 


After further discussion and consideration, a motion was made by Ms. Frost and seconded | 

by Dr. Heinrich to issue Dr. Halbach an Order that includes a period of Probation for 1 year 

to obtain an additional 8 hours of continuing education, in addition to the statutory | 

requirements to maintain licensure; those 8 hours are to include: | 
e 4hours in anesthesia; and | 
e 4 hours in client communication. 

The Order shall also include a $500 civil penalty ($250 per violation). 

Roll call: Ms. Young, aye; Ms. Frost, aye; Ms. Creager, aye; Dr. Wright, aye; Mr. Loughead, 

aye, Dr. Heinrich, aye; and Dr. Jaynes, aye. Motion passed unanimously. 


3. 18-41: In Re: Monika Knoblich, DVM - Continuance of Informal Interview of May 16, 2018, 
for the purpose of receiving additional information and reviewing and possible action to 
approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

After discussion and consideration, a motion was made by Dr. Heinrich and seconded by 
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Ms. Creager to approve the Findings of Fact and Conclusions of Law as drafted. Motion 
passed unanimously. 


After further discussion and consideration, a motion was made by Ms. Heinrich and 
seconded by Ms. Frost to issue Dr. Knoblich an Order to include a period of Probation for 1 
year fo obtain an additional 4 hours of continuing education, in addition to the statutory 
requirements to maintain licensure, in the area of orthopedic radiographic interpretation, 
Roll call: Ms. Young, aye; Ms. Frost, aye; Ms, Creager, aye; Dr. Wright, aye; Mr. Loughead, 
aye, Dr. Heinrich, aye; and Dr. Jaynes, aye. Motion passed unanimously. 


4. 18-47: In Re: Adriana Stinnett, DVM - Continuance of Informal Interview of May 16, 2018, i 
for the purpose of receiving additional information and reviewing and possible action to | 
approve proposed Findings of Fact, Conclusions of Law and adopting an Order. | 
After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to approve the Findings of Fact and Conclusions of Law as drafted. Motion passed 
unanimously. 


After further discussion and consideration, a motion was made by Dr. Wright and seconded 
by Ms, Frost to issue Dr. Stinnett an Order to include a period of Probation for 1 year to 
obtain an additional 4 hours of continuing education, in addition to the statutory 
requirements to maintain licensure, in the area of radiographic interpretation focusing on 
the abdomen. Motion passed unanimously. Roll call: Ms. Young, aye; Ms. Frost, aye; Ms. 
Creager, aye; Dr. Wright, aye; Mr. Loughead, aye, Dr. Heinrich, aye; and Dr. Jaynes, aye. 
Motion passed unanimously. 


IV. ADMINISTRATIVE REVIEW OF PREVIOUS ACTIONS 


1.14-27: In Re: Monica Bunge, DVM. Quarterly appearance as required by Consent 
Agreement. Board may review, discuss compliance with Consent Agreement and may take 
action to modify terms of Consent Agreement or open a non-compliance case. 

See Agenda item IV. #5. 


2.18-11: In Re: Melvin Pence, DVM. Board may review, discuss, and take action on 
compliance with Consent Agreement including submission of proof of completion of 
continuing education and civil penalty paid. Board may return license to Active status. 

Ms. Creager absent. After discussion and consideration, a motion was made by Dr. Heinrich 
and seconded by Dr. Wright to approve Dr. Pence's proof of completion of continuing 
education and paid civil penalty and return his license to Active Status. Motion passed 6 
ayes, ] absent. 


3. 17-97: In Re: Hugo Santibanez, DVM. Board may review, discuss, and take action on 
revised Continuing Education (CE) plan and may extend timeframe to submit a new revised | 
CE plan. 

Ms. Creager absent. Affer discussion and consideration, a motion was made by Ms. Frost 
and seconded by Dr. Heinrich to grant Dr. Santibanez another 90 days to submit a new plan 
for his continuing education in compliance with his Board Order. Motion passed 6 ayes, 1 
absent. 


nr TE 
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4. 16-46, 16-54, and 16-89: In Re: Walter Kurth, DVM. Board may review and discuss status of 
licensee’s appeal of case to Maricopa County Superior Court. 
Ms. Krishna updated the Board on Dr. Kurth's appeal to Maricopa County Superior Court. 


5. 14-27: In Re: Monica Bunge, DVM. Board may review, discuss, and take action to offer 
and/or accept Consent Agreement for voluntary surrender of veterinary license. 

After discussion and consideration, a motion was made Dr. Heinrich and seconded by Dr. i 
Wright to offer Dr. Bunge a Consent Agreement to voluntary surrender her license and | 
adopt the Finding of Fact and Conclusions of Law as drafted. If not signed, a new case i 
would be opened for non-compliance of her Consent Agreement and the matter would i 
be remanded to a Formal Hearing. Roll call: Ms. Young, aye; Ms. Frost, aye; Ms. Creager, 
aye; Dr. Wright, aye; Mr. Loughead, aye, Dr. Heinrich, aye; and Dr. Jaynes, aye. Motion 
passed unanimously. 


V. REPORTS, CORRESPONDENCE, REFERRALS AND OTHER BUSINESS 


1. Board may review, discuss, and take action on veterinary technician application. 
a. Sara McMichael 
After discussion and consideration, a motion was made by Dr. Heinrich and seconded 
by Ms. Creager to approve Ms. McMichael’s veterinary technician application. Motion 
passed unanimously. 


b, Kimberly Helms 

After discussion and consideration, a motion was made by Ms. Frost and seconded by 
Dr. Heinrich to approve Ms. Helms veterinary technician application. Motion passed 
unanimously. 


2. Board may review, discuss, and take action on two complaints filed against Glenda 
Davis, CVT by Scott Bender, DVM. 
Mr. Loughead was recused. After discussion and consideration, the Board took no action. 


3.Board may review, discuss, and take action on complaint filed against possible lay 
practitioner Joseph Yasinosky. 
After discussion and consideration, the Board took no action. 


4.Board may review, discuss, and take action on re-appointment of Adam Almaraz to the 
PM Investigative Committee. 

After discussion and consideration, a motion was made by Dr. Heinrich and seconded by 
Dr. Wright to re-appoint Mr. Almaraz to the PM Investigative Committee. Motion passed 
unanimously. 


5.Board may review, discuss, and take action on Investigative Committee volunteer 
applicant interview of Carolyn Ratajack. 

Ms. Ratajack was present, made statements and answered questions. After discussion and 
consideration, a motion was made by Ms. Creager and seconded by Ms. Frost to appoint 
Ms. Ratajack to the AM Investigative Committee. Motion passed unanimously. 


| 
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6.Board may review, discuss, and take action on request for approval of Continuing 
Education. 
a. PNEU-Dart, Inc. / Remote Drug Delivery and Tactical Shooting Seminar 
After discussion and consideration, a motion was made by Ms. Frost and seconded by 
Ms, Creager to approve the proposed continuing education. Motion passed 5 ayes, 2 
nays (Mr. Loughead and Dr. Heinrich). i 


b. New England Veterinary Conference 
After discussion and consideration, the Board requested staff to have requesters provide 
additional information. 


7.Board may review, discuss, and take action on Veterinary Application and request for 
Temporary Permit. 
a. Brittany Davis 
After discussion and consideration, a motion was made by Dr. Heinrich and seconded | 
by Dr. Jaynes to approve Ms. Davis’ Veterinary Application and request for Temporary 
Permit. Motion passed unanimously. 


b. Stephanie Olson 

After discussion and consideration, a motion was made by Dr, Heinrich and seconded 
by Ms. Creager to approve Ms. Olson's Veterinary Application and request for 
Temporary Permit but have her appear before the Board in July prior to licensure — 
telephonically is acceptable. Motion passed unanimously. 


8.Board may review, discuss, and take action on veterinary license pending receipt of 
license fee and or proof of graduation. 
a. Nechana Bloom 
b. Aslyn Brandt 
c. Tiffany Bryla 
d. Rebecca Cooper 
e, Leeann Crowe 
f. Tracie Feldman 
g. Devin Gardner 
h. Kelly Huth 
I. Mercedez Hymes 
j. Marston Jones 
k.Jai Jung 
L. Amanda Leber 
m. Chelsea Linehan 
n. Taylor McCoy i 
o. Lydia McDaniel 
p. Madelyn Melchiors 
q. Natalia Mikhaleva | 
r. Michelle Mitchell : 
s. Lindsey O'Connell 
t. Lance Parker 
u. Courtney Pike 
v. Chelsea Randall-McWherter 
w. Jessica Schneider 
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x. Amy Sheil 

y. Luannie Soto-Hernandez 

z. Treven (Monson) Tryon 

aa. Helena Wayt 
After discussion and consideration, a motion was made Ms, Creager and seconded by Ms. 
Frost to approve the above veterinary licenses pending receipt of issuance fee and/or 
proof of graduation. Motion passed unanimously. 


9, Board may review, discuss, and take action on information presented by Todd Driggers, 
DVM regarding questions related to the prescribing/administration of CBD oil and related 
products. 

Dr. Driggers was present, made statements and answered questions. After discussion and 
consideration, the Board took no action. 


10. Board may review, discuss, and take action on August 10, 2018 Certified Veterinary 
Technician Exam. 
No action taken. 


11. Board may review, discuss, and take action on Equine Dental Practitioner application. 
a. John Fortkamp 
After discussion and consideration, a motion was made by Dr. Heinrich and seconded 
by Dr. Wright to approve Mr. Fortkamp's Equine Dental Practitioner application. Motion 
passed unanimously. 


12, Board may review, discuss, and take action on information submitted by Jill Patt, DVM 
regarding concerns related to Antech Laboratory. 
No action taken. 


13. Board may review, discuss, and take action regarding inspection of Chandler Small 
Animal Clinic, license R1219, Dwight Benesh, DVM, Responsible Veterinarian. 

After discussion and consideration, the Board directed staff to re-inspect Chandler Small 
Animal Clinic to ensure compliance. 


14. Board may review, discuss, and take action to rescind May 16, 2018 vote to open an 
investigative case regarding the Responsible Veterinarian of Tender Loving Care 
vaccination clinics. 

After discussion and consideration, a motion was made by Dr. Heinrich and seconded by 
Ms. Creager to rescind opening an investigation regarding Tender Loving Care vaccination 
clinics. Motion passed unanimously. 


15. Board may hold elections for Chair and Vice Chair for Fiscal Year 2019. 
After discussion and consideration, Dr. Wright nominated Mr. Loughead for Board chair for 
Fiscal Year 2019 which was seconded by Dr. Heinrich. Motion passed unanimously. 


After further discussion and consideration, Dr. Heinrich nominated Dr. Wright for Vice Chair 
for Fiscal Year 2019 which was seconded by Ms. Frost. Motion passed unanimously. 
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14. Board may review, discuss, and take action on May 2018 American Association of 
Veterinary State Boards (AAVSB) President's Update. 
No action taken. 


17. Board may review, discuss, and take action on American Association of Veterinary State 
Boards’ (AAVSB) proposed bylaws amendments. 

Dr. Wright updated the Board on AAVSB proposed bylaws amendments. Affer discussion 
and consideration, a motion was made by Dr. Wright and seconded by Ms. Frost to direct 
voting delegate to accept the proposed bylaws amendments. Motion passed 
unanimously. 


18, Board may review, discuss, and take action on selection of delegates to American 
Association of Veterinary State Boards (AAVSB) annual meeting in September 2018. 

After discussion and consideration, a motion was made by Ms. Frost and seconded by Dr. 
Wright to approve Ms. Creager as the voting delegate to AAVSB annual meeting in 
September 2018 since the Chair is unable to attend and selected Ms. Frost to be the 
alternate delegate. Motion passed unanimously. 


19, Board may review, discuss, and take action on legislative session information, including 
new laws that may impact the agency. 

A discussion of new laws that may impact the agency involving judicial legal standards 
applicable to Boards and treatment of licensee's past criminal history occurred. The Board's 
attorney advised a detailed review of specific bills will be provided at a later date. 


20. Board may review, discuss, and take action on Veterinary Application. 
a. Jacob Johnson 
After discussion and consideration, a motion was made by Dr. Heinrich and seconded 
by Dr. Jaynes to approve Mr. Johnson’s Veterinary Application. Motion passed 
unanimously. 


21. Board may review, discuss, and take action on premises license application for Glenfair 
Animal Hospital, R3087. Responsible Veterinarian Jon Fowler, DVM. 

After discussion and consideration, a motion was made by Ms. Frost and seconded by Ms. 
Creager to approve Glenfair Animal Hospital pending compliance and direct staff to re- 
inspect to ensure compliance. Motion passed unanimously. 


22. Board may review, discuss, and take action on report for Executive Order 2018-02. 

Ms. Frost and Dr. Wright gave a brief overview of the discussion held by the Licensing Sub- 
committee regarding recommendations for Executive Order 2018-02. 

23. Board may review, discuss, and take action regarding July 18, 2018 telephonic meeting. 


Ms. Whitmore stated that the July Board meeting will be held telephonically and discussion 
occurred to verify that there would be quorum for that meeting. 


REVIEW AND APPROVAL OF MINUTES 


a. May 16, 2018 Regular Session 
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After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to approve the May 16, 2018 regular session minutes. Motion passed unanimously. 


Vil. CONSENT AGENDA 


A. Approval to take State Veterinary Exam 
Balducci Hinkson, Jamie (R) 
Bastarrachea, Manuel (R} 
Christie, Katharine (R) 

Echols, Jana [(R) 

Eziama, Anulika (R} 

Harvey, Alexandra {R) 

Hohnbaum, April {R) 

Jason, Leigh {E) 

Macuil-Rojas, Benjamin (R) 

10. Maillard, Laura (R} i 

11. Marquis, Charlotte (R) 

12. Moyer, Christine (E) 

13. Nix, Jennifer (R) | 

14. Rennert, Jaime (E) | 

15. Riddle, Tiffany (R) 

16. Scott, Stephanie (E) 

17, Viesselmann, Lisa (E} 

18. Walth, Gregory (R) 

19. Young, Tracy {R} 

20. Bettenhausen, Andrew (R) 

21. Escobar, Lorenso {R) 

22. Geiger, David (E) 

23. Irving, Chelsei (R) | 
| 
if 
{ 
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24, Jones, Samantha{R) 
25. Murrieta, Andrea (R} 
26. Schaefer, Thomas (R) 
27. Swain, Elisabeth (E) 
28. Toerner, Nancy (R)} 
29. Webster, Zue (R) 
Approval to take State Veterinary Exam granted. 


| 
B. Approval to take Veterinary Technician Exam(s) | 
1. Acosta, Kayla | 
2. Basakos, Kara | 
3. Brunner, Rachel 
4. Calihan, Allison | 
5. Chavez, Rebecca | 
6. Convertino, Mia i 
7. D'Oca, Cassidy 
8. Ellis, Courtney 
9. Fastenau, Maegan 
10, Florencio, Armelin 
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French, Hannah 
Galt, Jeneé 
Garcia, Diana 
Grant, Alicia 
Ivan, Deborah 
Johnson, Kyla 
Kay, Sydney 
Koontz, Samantha 
Lant, Maryanne 
20. Lilly, Tisha 
21. Lodge, Erica 
22. Magpby, Julie 
23. Marcotte, Stefanie 
24. Matzdorff, Abigail 
25. Mintner, Sherri 
26. Miranda, Aracely 
27. Montague, Shelby 
28. Mumford, Kaitlin 
29. Norris, Kathryn 
30. O'Reilly, Kelley i 
31. Olson, Tiffany 
32. Ornelas, Cayla 
33. Pawekop, Bettina 
34, Polanco, Anissa 
35. Reichenbacher, Brieanna 
36, Rivas, Brandon 
38. Salgado, Shannon 
39. Seiberlich, Kelly 
40. Snyder, Michelle 
Al. Snyder, Laura 
42. Tarr, Emily 
43. Thomas, Caitlin 
44, Timmons, Janese 
45. Troxel, Danielle 
46, Unruh, Rebecca 
47, Wammack-Mitchell, Courtney 
48, Wells, Rachel 
49, Wendelin, Erika 
50. Chung, Lianne 
51. Martinez, Georgina 

Approval fo take Veterinary Technician Exam(s) granted. 


MO ONaAAP WON > 


C. Approval of Premise Licenses 
1, R2980: The Animal Neurology and Imaging Center of Arizona. New Premise. Carmen 
Yeamans, DVM. 
2. R3061: Animal Health Services of Cave Creek. New Ownership/New Responsible i 
Veterinarian. Brian Ashmore, DVM. | 
3. R3062: Power Ranch Animal Hospital. New Responsible Veterinarian. Kimberly : 
Draper, DVM. 
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| 
4. R3063: Ironwood Animal Hospital. New Responsible Veterinarian. Monika Durgin, | 
DVM. 
5. R3064: Banfield Pet Hospital #1099. New Responsible Veterinarian. Lisa Schnier, 
DVM. 
6. R3084: Dr. Garthe On-the-Go. New Premise. Desiree Garthe, DVM. | 
7. R3085: NAVS, PLLC. New Premise. Carol Yeisley, DVM. 
8. R3086: Animal Medical and Surgical Center Scottsdale. New Responsible 
Veterinarian. Shantibhushan Jha, DVM. 
9. R3087: Glenfair Animal Hospital. New Ownership. Jon Fowler, DVM. 
10. R3088: Banfield Pet Hospital #1270. New Responsible Veterinarian. Tegan Easton, 


DVM. 

11. R3089: Banfield Pet Hospital #0157. New Responsible Veterinarian. Renee Ouimette, 
DVM. 

12. R3090: Dr. Jodie’s Integrative Consulting, PLLC. New Premise. Jodie Gruenstern, 
DVM. 


13. R3091: Desert Pet Vet at Unique Pet Boutique. New Premise. Natalie Schuster, DVM. 

14. R3092: Desert Pet Vet at See Spot Shop at the Summit. New Premise. Natalie 
Schuster, DVM. 

15. R3093: Desert Pet Vet at Bonnie's Barkery. New Premise. Natalie Schuster, DVM. 

16. R38094: Desert Pet Vet at Oh My Dog. New Premise. Natalie Schuster, DVM. 

17. R3095: Third World Veterinary. New Premise. Mark Mosbacher, DVM. 

18, R3096: Echo Canyon Veterinary Services. New Premise. Meagan Lee, DVM. 
C (2), (3), (4),(5). (6), (7), (9), (10), (11), (12), (14), (15), (17), (18) removed from 
Consent Agenda. 
Approval of Premise Licenses granted. 


D. Premises Change of Scope Requests 
1. R1598: Brown Veterinary Housecall Services. Adding TCVM Acupuncture services. 
Colleen Brown, DVM. 
Approval of Premises Change of Scope Request granted. 


E. Approval of Request for Temporary Permit(s) 


1. Bastarrachea, Manuel 
2. Casida, Ashley 

3. Christie, Katharine 

4, Dedeaux, Andrea 

5. Harvey, Alexandra 
6 
7 
8 
9 


. Hunt, Jessica 

. Laver, Travis 

. Lindley, Stephanie i 

. Macui-Rojas, Benjamin / 
10. Riddle, Tiffany | 
11. Scott, Stephanie | 
12. Walth, Gregory | 
13. Young, Tracy | 
14, Chambers, Raegan | 
15. Eziama, Anulika / 
16. Hilde, Nicole : 
17. Jason, Leigh 
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18. Jones, Samantha 
19. Maillard, Laura 
20. Moyer, Christine 
21. Nix, Jennifer 
22. Taylor, Lauren 
23. Toerner, Nancy 
Approval of Request for Temporary Permit granted. 


F. Approval of Faculty Member License 
1, Schock, Sarah 
2. Mahoney, David 
Approval of Faculty Member License granted. 


G. Approval of Request for Reinstatement Veterinary License 
1. Weaver, Dianne 
Approval of Request for Reinstatement Veterinary License granted. 


H. Approval of Veterinary License(s) 
1. McArdell. Kara (E) 
2. Miller, Whitney (E) 
3. Williams, Jarred (E) 
4, Young, Serena (E) 
Approval of Veterinary Licenses granted. 


After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to approve the Consent Agenda as amended. Motion passed unanimously. 


Items Removed From Consent Agenda 


C (3) R3062: Power Ranch Animal Hospital. New Responsible Veterinarian. Kimberly Draper, 
DVM. 

C (4) R3063: Ironwood Animal Hospital. New Responsible Veterinarian. Monika Durgin, DVM. 
C (6) R3084: Dr. Garthe On-the-Go. New Premise. Desiree Garthe, DVM. 

C (7) R3085: NAVS, PLLC. New Premise. Carol Yeisley, DVM. 

C (9) R3087: Glenfair Animal Hospital. New Ownership. Jon Fowler, DVM. 

C (12) R3090: Dr. Jodie’s Integrative Consulting, PLLC. New Premise. Jodie Gruenstern, DVM. — 
C (13) R3091: Desert Pet Vet at Unique Pet Boutique. New Premise. Natalie Schuster, DVM. 

C (14) R3092: Desert Pet Vet at See Spot Shop at the Summit. New Premise. Natalie Schuster, 
DVM. 

C (17) R3095: Third World Veterinary. New Premise. Mark Mosbacher, DVM. 

C (18) R3096: Echo Canyon Veterinary Services. New Premise. Meagan Lee, DVM. 

After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to approve the above premises pending inspection and compliance. Motion 
passed unanimously. 


C (2) R3061: Animal Health Services of Cave Creek. New Ownership/New Responsible 
Veterinarian. Brian Ashmore, DVM. 
C (5) R3064: Banfield Pet Hospital #1099. New Responsible Veterinarian. Lisa Schnier, DVM. 
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C (10) R3088: Banfield Pet Hospital #1270. New Responsible Veterinarian. Tegan Easton, DVM. 

C (15) R3093: Desert Pet Vet at Bonnie’s Barkery. New Premise. Natalie Schuster, DVM. 

After discussion and consideration, a motion was made by Dr. Wright and seconded by Ms. 
Creager to approve the above premises pending compliance. Motion passed unanimously. 


| 
| 
| 


VIII. SUMMARY OF CURRENT EVENTS 
o summary of current events. 


IX. CALL TO PUBLIC 
o member of the public wished to speak. 


X. ESTABLISHMENT OF FUTURE MEETING DATE 
The next regular meeting will be held by teleconference on Wednesday, July 18, 2018 
beginning at 8:30 a.m. at 1740 W. Adams St., Board Room A, Phoenix, Arizona 85007. 


XI. ADJOURNMENT 
The meeting adjourned at 12:03 p.m. 


Respectfully submitted, 
*s f a 


, 
LA CATT Ce» 
Victoria Whitmore, Executive Director 
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